CAN’T FIND WHAT YOU’RE LOOKING FOR? 


Email your enquiries to theteam@highgateair.com.au - we are here to help you! 
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SWITCHES & RESISTORS 


Highgate has you covered. 


a SWITCHES & RESISTORS 


Relays - Universal Use 629 
Relays - Red Dot 650 
@ Resistors - Universal Use 630 
Resistors - Air Chief 650% 65) 
Yj, Resistors - OEM Replacement 651 
А/С Fan Switches 632 
2 Binary Switches б652=655 
Trinary Switches 634 - 655 
OEM - Replacement Switches 635 - 639 
Vacuum Solenoids 640 
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SWITCHES & RESISTORS 


Relays - Universal Use 


RELAYS - UNIVERSAL USE 


| 12V 12V 


Photo unavailable. 


Please check 
highgateair.com.au | 


12V 30 AMP, BOSCH 4-PIN, WITH 12V 20 AMP, OMRON 4-PIN, 12V 30 AMP, BOSCH 5-PIN, 
SURGE-QUENCH, OE:0332014105 VERTICAL MTG TAG OE:0332019150 


RE-18752 RE-18912 RE-18750 


12V 12V 12V 


Photo unavailable. 
Please check 
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12V 30 AMP, BOSCH 5-PIN, | 12V СООРТЕМР S- PIN, | 


OE:0332019151 CHANGEOVER, TAKES 6-PIN | 12V 30 AMP, COOLTEMP 4-PIN 
PLUG 
RE-18751 RE-18780 RE-18783 
24V | 24V 


me 


24V 10 AMP, OMRON 4-PIN, PEN | 24V 20 AMP, BOSCH 5-PIN, 
VERTICAL MTG TAG STEEL CASE WITHOUT TAB, OE:0332019204 
SUITS SOME COOLTEMP 


RE-18924 RE-18964 RE-18764 


Product details are subject to change without notice. | Errors and omissions excepted. 
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Relays - Red Dot | Resistors - Universal Use | Resistors - Air Chief 


RELAYS - RED DOT 


12V 24V 


12V RED DOT, SUITS R6000 24V RED DOT, SUITS R6000 
ROOFTOP UNITS ROOFTOP UNITS 


REE-98612 REE-98624 


RESISTORS - UNIVERSAL USE 


12V | 24У 12У | 24У 12У | 24У 
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12V & 24V, 3-SPEED, SUITS 
12V & 24V 3-SPEED, SPAL 4006 RED DOT R7830, R9727 
OE: RD-5-3647-0;71R1450 


RESISTORS - AIR CHIEF 


12V & 24V 3-SPEED, USE WITH 
SW-42010 3-SPEED SWITCH 


12V 12V 12V 


Photo unavailable. 
Please check 


Photo unavailable. 
Please check 
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12V, SUITS EV-11202 12V, SUITS EV-11282 12V, SUITS EV-12102 MINIBUS 
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Resistors - Air Chief | Resistors OEM Replacement 


12V 12V 24V 


12V, SUITS EV-11242 FORMULA 
747 


RESISTORS - OEM REPLACEMENT 


12V, SUITS EV-12113 FORMULA III 24V, SUITS EV-12174 MINIBUS 


12V 12V 12V 


1l > 
т. t 
HOLDEN COMMODORE VR, VS HOLDEN COMMODORE VR- 
WITH CLIMATE CONTROL, 12V VS WITH STD A/C MANUAL HOLDEN с^ Vie Vets 
3-PIN BLOWER, 12V 4-PIN 
24V 12V 


| ==” s 
%- 


HOLDEN COMMODORE VT, УХ, 
VY WITH CLIMATE CONTROL, HONDA CRV, 01-ОМ 
12V 3-PIN 


Product details are subject to change without notice. | Errors and omissions excepted. 
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A/C Fan Switches | Binary Switches 


^" A/C ON/OFF 8 FAN SWITCHES 


Y 12V 24V 12V | 24V 
4 hs 
E С 


- 


" 
-- 


12V, ROUND, PUSH BUTTON 24V, ROUND, PUSH-BUTTON, 12V & 24V, 5-PRONG 3-SPEED, 
2 2 JAPANESE, АС-ҒАМ АС-ҒАМ АС-ҒАМ 
SW-41505 SW-41624 SW-42010 
12V 24V 


X 
} 
ЖЖ 
12У, RESISTOR ТҮРЕ 3-SPEED, 24V, RESISTOR TYPE 3-SPEED, 
AC-FAN AC-FAN 
Po мше 
BINARY SWITCHES 
PARTN* | DESCRIPTION D MET С 
SW-49500 BINARY, HP-LP, FEMALE, RED DOT OE:5-4640-0;71R7050 $00 * 30 PSI 170-230 PS 22:5 * 75 PS 
SW-49517 BINARY, HP-LP, FEMALE, WITH LEADS 384 + 28.4 PS 270-324 PS 28.4 * 2.8 PS 
SW-49520 BINARY, HP-LP, FEMALE, WITH TWIN SPADE TERMINALS 384 + 28.4 PS 190-290 PS 28.4 + 2.8 PS 
SW-49528 BINARY, HP-LP, MALE, WITH TWIN SPADE TERMINALS 335 + 28.4 PS 190-290 PS 28.4 * 2.8 PS 
SW-49548 BINARY, HP-LP, MALE, WITH TWIN SPADE TERMINALS 384 + 28.4 PS 270-324 PS 28.4 + 2.8 PS 
SW-49550 BINARY, HP-LP, MALE, WITH LEADS 384 + 28.4 PS 270-324 PS 28.4 * 2.8 PS 
SW-49568 BINARY, HP-LP MALE, WITH TWIN SPADE TERMINALS 455 + 42.7 PS 330-410 PS 28.4 * 2.8 PS 
A © 2015 Highgate Industries Wholesale Pty tid" Pallights ЕЕЕ 
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Binary Switches 


М, 
ya 
i SW-49520 
qid à 


2.0к9 


OFF 


BINARY, HP-LP, FEMALE, RED 
DOT OE:5-4640-0;71R7050 


SW-49500 SW-49517 SW-49520 


BINARY, HP-LP, FEMALE, WITH 
LEADS 


BINARY, HP-LP, FEMALE, WITH 
TWIN SPADE TERMINALS 


U SW.49528 


2 ока 
24 Ока 


262, 5 
SW-49548 


бер 


BINARY, HP-LP, MALE, WITH 
TWIN SPADE TERMINALS 


BINARY, HP-LP MALE, WITH 
TWIN SPADE TERMINALS 


SW-49568 


BINARY, HP-LP, MALE, WITH 
TWIN SPADE TERMINALS 


BINARY, HP-LP, MALE, WITH 
LEADS 
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Trinary Switches 


TRINARY SWITCHES - AIR CHIEF 


HIGH SIDE HIGH SIDE LOW SIDE FAN ОРЕМ / 

PART N° ESCRIPTION CUT-OUT CUT-IN CUT-OUT CUT-OUT CLOSED 
ы NORMALLY 

SW-49608 | TRINARY, HP-LP-FAN, MALE THREAD 390 + 28.4 PSI | 280 - 324 PSI | 284%28Р5І | 240+15PSI | 160 +15.0 PSI OPEN 
NORMALLY 

SW-49734 | TRINARY, HP-LP-FAN, FEMALE THREAD | 390 + 28.4 PSI | 280 - 324 PSI | 28.4 + 2.8 PSI | 240 +15 PSI | 160 +15.0 PSI BEN 


м 
/ 7 
% 4 
TRINARY, HP-LP-FAN, MALE TRINARY, HP-LP-FAN, FEMALE 
THREAD THREAD 


SW-49608 SW-49734 


TRINARY SWITCHES - RED DOT 


ЖЖЖ 


HIGH SIDE HIGH SIDE LOW SIDE OPEN / 
ағ PART N° DESCRIPTION CUT-OUT CUT-IN CUT-OUT CLOSED 
SW-49588 TRINARY, HP-LP-FAN, FEMALE THREAD 325+25PS 210 - 250 PS 22.5+7.5PS 215 + 15 PS 65 + 15 PS 4. 
SW-49590 TRINARY, HP-LP-FAN, FEMALE THREAD 325 + 25 PS 210 - 250 PS 2254+75 PS 215 +15 PS 65 15:25 E 
SW-49593 TRINARY, HP-LP-FAN, MALE THREAD 325+ 25 PS 210 - 250 PS 225 + 75 PS 215 +15 PS 65 + 15 PS 2. 
SW-49596 TRINARY, HP-LP-FAN, MALE THREAD 325 t 25 PS 210 - 250 PS POMS RTS PS 215 + 15 PS 65 + 15 PS Б 
- ORMALLY 
SW-49597 TRINARY, HP-LP-FAN, MALE THREAD 325 + 25 PS 210 - 250 PS 22.5 + 75 PS 215 + 15 PS 65 + 15 PS ОРЕК 
SWITCH PLUG , RED БОТ OE:71R450 
SW-28190 SUITS RED DOT TRINARY SWITCHES 
i 
K j k j 
| 1 
| 7 
^ 
TRINARY, HP-LP-FAN, FEMALE TRINARY, HP-LP-FAN, FEMALE TRINARY, HP-LP-FAN, MALE 
THREAD THREAD THREAD 
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Trinary Switches | OEM Replacement Switches 


“ 
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523 DM b. С 


TRINARY, HP-LP-FAN, MALE TRINARY, HP-LP-FAN, MALE SWITCH PLUG , RED DOT 
THREAD - NORMALY OPEN THREAD - NORMALY OPEN OE:71R4501 SUITS RED DOT 
AFTERMARKET GENUINE RED DOT TRINARY SWITCHES 


SW-49596 SW-49597 SW-28190 


OEM REPLACEMENT SWITCHES 


«a 


AUDI АЗ, А4, А6, 07, VW GOLF, 


DELCO, THERMAL FUSE OE: 15- SEAT, TRANSDUCER 7/16 X 20 


CASE, NEW HOLLAND,TRINARY, 


2109 UNF FEMALE,7/16 X 20 
— 
Je 


Photo unavailable. 
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BMW 3-SERIES E46, Z3, FEM 7/16 CHRYSLER 300C, JEEP, DODGE, FORD FALCON AU BINARY, WT 
X 20, TRANSDUCER M10X1.25 TRANSDUCER FIESTA, TRANSDUCER M10 X 1.25 


Product details are subject to change without notice. | Errors and omissions excepted. 
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ТУГ [1] 
P2 opis /102^ 


FORD LASER KJ-KL, COURIER , 
RANGER, BINARY, CUT-OUT: 455, 
28PSI, MALE 3/8 X 24 UNF 


SW-90252 SW-90260 SW-90277 


І 4 
Е B: 


FORD FALCON BA, BF, FG HINO TRINARY, DENSO, 443440- 
TRANSDUCER, MALE M11 X 1.0 0140, MALE M11 X 1.0 


FORD MONDEO, FORD FORD MONDEO 


9/96-11/00,ESCAPE, TAURUS FORD TRANSIT VE, 2000 - 2010 
LOUISVILLE LP, CUT-IN/OUT: { i : : 
3.1KG/CM?2, SUITS DR-70778 TRANSIT, 5. ІР ҒЕМ М12 HIGH PRESSURE, FEM M10 X 1.25 
SW-90298 SW-90300 


FREIGHTLINER, HP, NORMALLY FREIGHTLINER, ARGOSY, HP, FREIGHTLINER, STERLING, M10 X 
OPEN, M10 X 1.25 SUITS DR- M10 X 1.25 NORMALLY CLOSED 1.25, HIGH/LOW/FAN, NORMALLY 
70787 OE#22-43249-000 OE#A22-45194-001 OPEN 


SW-90324 SW-90328 SW-90330 
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OEM Replacement Switches 


E 
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HOLDEN, ASTRA TS 


TRANSDUCER, BARINA ХС О1- 
TRANSDUCER, FEM M10 X 1.25 


FREIGHTLINER, STERLING, M10 X 
1.25, HIGH/LOW/FAN, NORMALLY 
CLOSED 


SW-90331 SW-90390 


HOLDEN, ASTRA TR 09/96- 
09/98, BARINA 04/94-00 


HOLDEN, COMMODORE VN LOW HOLDEN COMMODORE VR-VS, 
ТОРТУ со ae PRESSURE, OE: VS18874 7/16 X CUT-OUT: 455,28 PSI, FAN CUT- 
, i 20 UNF IN: 245 PSI, 3/8 X 24 UNF 


- 


YA 
a 


— 


HONDA, ACCORD 1990- BINARY, 
CUT-OUT:455,28 PSI 3/8 X 24 
UNF 


SW-90433 SW-90435 SW-90510 


Product details are subject to change without notice. | Errors and omissions excepted. 


HOLDEN, COMMODORE VT HOLDEN, COMMODORE VE 
TRANSDUCER, FEM M10 X 1.25 TRANSDUCER, FEM M10 X 1.25 
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HONDA, NIPPON DENSO ISUZU NPR, MAGNA TS, NIPPON JEEP, CHEROKEE XJ, 
POPULAR, 443440-0030, DENSO, SUITS DR-70299 WRANGLER TJ, 
M11 X 1.0 MALE THREAD MALE M11 X 1.0 THREAD FEM LP 1.55KG OFF, 2.45KG ON 


SW-90665 SW-90634 SW-88915 


Photo unavailable 
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KENWORTH, HP FEM M10 X 1.25, MACK QUANTUM, HP FEM M10 
FAN N/C CLOSED 240PSI, OPENS X 1.25 , НІ FAN O/RIDE NORM. 22. 3/8 
285PSI OE#K301-382 RED DOT OPEN 190-250 PSI OE:71R6185 


SW-90840 SW-90845 SW-90681 


02806 к 
ШАЛТ ТАТТЫ 


NISSAN D40 NAVARA, 


NISSAN NAVARA D22, TRINARY, NISSAN PULSAR N15 BINARY, 3/8 PULSAR N16, MAXIMA 04-, 
3/8 X 24 UNF MALE X 24 UNF MALE MURANO,TRANSDUCER, 3/8 X 24 
UNF MALE 


SW-90695 SW-90700 SW-90704 
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Photo unavailable. 
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RED DOT, BINARY, MALE, N/ 

OPEN CUT-OUT: HIGH 250, 

LOW 190 PSI, 7/16 X 20UNF 
OE:71R6140 


SW-49850 SW-90783 SW-90800 


RED DOT HP FEMALE 1/4" FF, 
NORM. CLOSED -CLOSES 21OPSI, 
OPENS 340PSI 


TOYOTA, CAMRY WIDE BODY, 
TRINARY, CUT-OUT:455,28 PSI, 
FAN CUT IN:17.5KG/CM2, M11 X 1.0 


SW-90852 SW-90855 


TOYOTA CAMRY 96- , COOLTEMP 
SYSTEM, 3/8 X 24 UNF MALE 


FEMALE SWITCH PORT TO STD 
DILL ADAPTOR, (3/8 24UNF TO 
3/8) 


ОВА-80424 DRA-80428 


ct details are subject to change without notic 


FEMALE SWITCH PORT TO M10 
X 1.25 MALE ADAPTOR (3/8 X 
24UNF TO M10 X 1.25) 


RED DOT HP FEM MIO X 1.25, 
NORM. CLOSED -CLOSES 180- 
240PSI, OPENS 330-370PSI 
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OEM Replacement Switches 


222272 


25 
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Vaccum Solenoids 


% 
А VACUUM SOLENOIDS 
РА 
7 12V 12V 12V 
Yj 
Photo unavailable Photo unavailable. 
Please check Please check 
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ы у оо е GENERAL USE FICD SOLENOID HOLDEN COMMODORE VT, VY, 
12V 12V VZ FICD SOLENOID 12V 6-WAY 


FCS-10582 FCS-10600 FCS-32010 


УР 
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LOKCLIP 
LOKRING'S BEST FRIEND. 


The perfect companion for the 
Lokring Starter Pack. 


See page 661. "ul 


SWITCHES & RESISTORS 


7 P P 


LOKCLIP - Simple 5 step process and ready to use immediately. 


yy 
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